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SUMMARY  1911. 


ILFRACOMBE  URBAN  DISTRICT  COUNCIL. 


Area  of  District  in  Statute  Acres,  5,627. 
Population  (census  1911)  8,935. 
Males..  ..  3,622. 

Females  ..  5,313. 


Total  8,935. 


Excess  of  Females  over  Males,  1,691. 

Number  of  Inhabited  Houses  in  the  District,  2,201. 

Average  number  of  persons  per  House,  4. 

Birth  rate  per  1,000  population 12*3 

Death  rate 13*6 

Death  rate  from  7 Chief  Epidemic  Diseases 0*1 

Deaths  under  one  year  of  age  per  1,000  Births 82*5 

For  the  purpose  of  comparison  the  subjoined  statistics  are  of 
interest.  They  relate  to  England  and  Wales  for  1911  : — 

Birth  rate 24*4 

Death  rate 14*b 

Deaths  under  One  Year  to  1,000  Births  130 


Public  Health  Office, 

Ilfracombe, 

January,  1912. 


To  the  Chairman  and  Members  of  the  Ilfracombe  Urban 

District  Council. 

Gentlemen, 

I beg  to  submit  for  your  consideration  the  report  on  the  Public 
Health  of  Ilfracombe  during  the  year  ending  31st  December,  1911. 
A new  set  of  tables  have  been  issued  by  the  L.G.B.,  and  are  duly 
prepared  according  to  their  instructions. 

The  BIRTH  RATE  during  the  past  12  months  has  been  12*3 
per  1 000  population.  This  low  rate  is  due  to  the  sex  distribution 
which  shews  an  excess  of  1,691  Females  over  Males  ; also  to  the  la*I?e 
number  of  persons  of  both  sexes  who  retire  to  Ilfracombe  after  the 
more  active  duties  of  life  are  concluded,  thus  disturbing  the  natural 
age  distribution  of  the  locality,  and  precluding  the  expectation  of 
children.  This  rate  of  12-3  is  the  lowest  yet  recorded  and  shews  an 
excess  of  10  deaths  over  the  births,  which  is  an  unsatisfactory 

condition. 

The  NETT  DEATH  RATE  includes  the  deaths  of  residents  and 
non  residents  as  “transferred”  by  the  Registrar  . General  is  13*3. 
This  rate  does  not  admit  of  comparison  with  previous  years  as  the 
form  of  vital  statistics  on  which  it  is  founded  has  been  changed  during 

the  present  year. 

The  INFANT  MORTALITY,  being  the  rate  of  deaths  under 
one  year  of  age  per  1,000  registered  births  is  82*5.  This  is  P0  lower 
than  the  rate  for  1910,  and  is  the  lowest  recorded  since  1875* 

THE  DEATH  RATE  from  the  SEVEN  PRINCIPAL  EPI- 
DEMIC DISEASES  is  0*1  per  1,000,  one  death  only  being  registered. 

The  Remarkable  Frequency  of  Old  Age  in  Ilfracombe 

ought  to  make  it  a special  resort  for  such  persons  as  desire  a prolonged 

enjoyment  of  old  age  pensions. 

This  year  the  deaths  at  and  over  75  years  in  Ilfracombe  were  .29, 
which  is  equal  to  24  per  cent  of  the  total  deaths.  SIX  persons  during 
the  year  were  registered  as  having  died  at  various  ages  exceeding  90 
years.  FIVE  PER  CENT,  of  the  registered  deaths  were  at  the 
advanced  age  of  90  years  and  upwards,  the  average  age  of  these  six 
persons  was  93  years  2 months.  These  statistics  tell  their  own  tale 

and  bear  eloquent  testimony  to  Ilfracombe  as  being  a healthsome 
district,  as  well  as  the  happy  success  which  has  attended  the  Local 
Authority  in  their  Sanitary  Administration. 

The  past  year  has  been  marked  by  great  activity  in  that  Depart- 
ment of  the  Local  Government  Board  which  deals  more  particularly 
with  Sanitary  Administration. 
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Two  of  the  more  important  L.G.B.  circulars  deal  with  notification 
of  Tuberculosis  by  Medical  Officers  of  Hospitals,  and  also  by  all  other 
Medical  Practitioners,  providing  that  when  they  are  in  attendance  on 
any  person  who  is  suffering  from  Pulmonary  Tuberculosis  they  shall 
within  48  hours  complete,  sign,  and  transmit  a notification  of  the  case 
to  the  local  Medical  Officer  of  Health.  By  these  orders  the  necessary 
steps  have  been  taken  to  enforce  a speedy  and  universal  notification 
of  consumption.  The  order  with  regard  to  Hospital  notification  was 
issued  on  March  22nd,  1911,  and  became  active  on  May  1st  of  the 
same  year.  The  General  Order  dealing  with  notification  by  all 
Medical  Practitioners  will  become  active  on  January  1st,  1912.  It  is 
obvious  that  the  administration  of  these  orders  will  throw  on  the 
Sanitary  Officials  a large  amount  of  new  work  which  is  of  a confi- 
dential and  difficult  nature. 

In  accordance  with  the  regulations  under  section  1 7 Town 
Planning  and  Housing  Act,  1910,  (directing  thorough  systematic 
inspection  of  all  houses  to  be  made  in  each  Sanitary  District  and  that 
records  under  certain  definite  headings  be  kept  in  books  or  register 
sheets,  and  that  such  records  shall  be  taken  into  consideration  at  each 
of  the  ordinary  meetings  of  the  Local  Authority)  an  officer  has  been 
appointed  to  carry  out  this  work,  a register  has  been  duly  kept,  and 
the  records  have  been  taken  into  consideration  by  a committee  of  the 
whole  Council.  A tabular  form  appended  to  this  report  in  accordance 
with  the  requirements  of  the  order  of  the  L.G.B.  gives  full  information 
and  particulars  as  to  the  inspections  made  and  the  results  of  action 
ordered  by  the  Council  under  eleven  headings. 

Arrangements  have  been  duly  made  by  the  Medical  Officer  of 
Health  for  the  supply  of  Antitoxin  to  Medical  Practitioners  under  the 
Diphtheria  Antitoxin  Order,  of  August,  1910. 

Ilfracombe  demands  consideration  in  a two-fold  aspect , as  a tourist 
resort , and  as  a town  of  great  social  attraction  for  its  resident  popu- 
lation. On  the  one  hand,  its  varied  and  romantic  scenery— both  by 
land  and  by  sea,  unique  in  character  ; its  pure  air,  its  sunshine , its 
situation  as  the  tourist  centre  of  North  Devon ; its  facilities  for 
excursions  and  for  amusements,  and  its  salubrity,  render  it  an  ideal 
resort  for  the  summer  holidays.  Nature  has  provided  a mild  and 
equable  climate,  a light  dry  soil,  and  an  undulating  surface,  which 
secure  natural  drainage,  freedom  from  land  fogs,  and  which  facilitate 
out  of  door  exercises  and  amusements.  Here,  too,  free  and  easy 
access  to  picturesque  pleasure  grounds  and  to  the  upland  walks  which 
dominate  our  grand  coast  line.  Perfection  in  the  matters  of  roadways, 
of  water  supply,  of  sewerage.  A low  death  rate  and  all  but  freedom 
from  epidemic  disease.  Considerations  essential  to  the  well-being  of 
children  and  of  invalids. 

In  all  these  particulars  the  claim  of  Ilfracombe  to  rank  not 
only  as  a delightful  health  resort,  but  as,  perhaps,  the  most  con- 
venient Residential  District  in  the  South-West  of  England  is 
fully  justified* 
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The  Official  Meteorologist,  in  his  annual  report  on  the  weather  in 
Devon,  for  the  year  1911,  thus  writes  : — 

“ But  the  glory  of  the  year  was  the  sunshine  of  the  months  of  May, 
June,  and  July,  enjoyed  in  the  country  generally,  and  especially  by 
Devonshire.  The  total  number  of  hours  of  bright  sunshine  at 
Ilfracombe  was  1828*5,  and  at  Woolacombe  1918*50,  while  Regents 
Park,  London,  had  only  1045  05.  So  that  for  every  5 hours  of  bright 
sunshine  in  the  London  Park,  more  favoured  North  Devon  enjoyed 
9 hours.” 

It  must  he  a matter  of  honourable  pleasure  to  the  individual 
members  of  your  Council  to  mark  the  success  which  attends  these 
labours— labours  which  year  after  year  place  Ilfracombe  in  the  fore 
front  of  British  Health  Besorts. 

The  Eeport  of  the  Sanitary  Inspector  will  be  found  appended. 
I am  indebted  to  him  for  his  valuable  assistance  in  all  departments  of 
Sanitary  Work.  He  is  not  only  energetic  but  evinces  great  judgment 
in  the  execution  of  his  duties. 

To  Mr.  Oswald  Prouse,  Surveyor  I.U.D.C.,  I am  also  much 
indebted  for  the  information  relating  to  structural  work  embodied  in 
this  Beport. 


I have  the  honour  to  be, 

Mr.  Chairman  and  Gentlemen, 

Your  obedient  servant, 


EDWYN  J.  SLADE-KING, 

M.D.,  D.  Public  Health,  M.O.H., 
Pellow  of  the  S.M.O.  Health,  C.C. 
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Physical  Features  and  Character  of  the  District* 

The  southern  limit  of  the  Urban  Sanitary  District  of  Ilfracombe 
is  a range  of  high  ground  (600 — 800  feet)  forming  the  water  parting. 
It  runs  east  and  west,  and  conforms  in  its  direction  to  the  Bristol 
Channel,  which  constitutes  the  northern  boundary.  The  east  and  west 
sides  of  the  district  are  not  defined  by  any  well-marked  natural  limits. 

The  marine  slope  terminates  abruptly  in  a line  of  weather-worn 
cliffs.  Its  surface  has  been  rendered  rugged  and  picturesque  by  con- 
tinued denudations,  and  is  cut  up  by  three  valleys  trending  north  and 
south.  As  the  mouths  of  these  valleys  open  out  to  the  sea  they  afford 
level  space  sufficient  for  the  town  proper  and  its  several  hamlets. 

The  soil  is  mostly  thin  and  light. 

The  rocks  are  shales  over  sandstone  and  grit.  There  are  a few 
pockets  of  mountain  limestone  and  some  small  deposits  of  a poor  clay. 

Climatology* 

Sheltered  under  the  steep  hills  which  form  the  western  buttress 
of  Exmoor,  in  a break  of  the  lofty  cliffs,  in  the  three  valleys 
which  run  back  from  Wildersmouth,  Ilfracombe  Town  is  thoroughly 
protected  from  the  Atlantic  gales  which  blow  from  W.  and  S.W.,  and 
parts  are  also  secure  from  the  N.W.  winds.  E.  and  S.E.  gales  it  also 
escapes,  but  the  older  streets  lie  open  to  the  N.  and  N.E.  New  houses, 
however,  are  creeping  up  the  sheltered  valleys,  and  thus  gain  a warm 
southern  exposure.  Yet  even  with  this  partial  northern  aspect,  thanks 
to  the  Gulf  Stream,  Ilfracombe  is  by  no  means  cold  in  winter,  and 
with  its  dry  soil,  moderate  rainfall,  remarkable  equability  (a  good 
second  in  England  only  to  Falmouth)  and  delightful  surroundings,  it 
has  exceptional  claims  to  be  considered  as  a place  of  all-round-the-year 
residence.  The  average  summer  temperature  is  57  degs.,  the  average 
winter  temperature  44-9  degs.  The  mean  daily  range  during  the 
group  of  years  1881 — 1890,  is  noteworthy,  being  only  8-4  degs. 

Two  points  in  the  Vital  Statistics  are  of  especial  medical 
interest,  viz*,  the  remarkable  frequency  of  old  age,  and  the 

low  death-rate  form  Tubercular  Diseases* 

As  regards  tuberculosis,  the  death-rate  from  phthsis  is  on  the 
average  so  low  as  0-6  per  1000,  and  it  is  estimated  that  more  than  one- 
fourth  was  due  to  the  advent  of  strangers  or  to  the  descendants  of 
people  who  have  been  sent  to  the  south-west  as  “ tubercular.” 

Occupations* 

Agriculture,  Fishing,  Lodging-house  and  Hotel  keeping,  general 
retail  Shopkeeping.  Large  number  of  Private  Besidents,  mostly 
consisting  of  persons  retired  from  professions  and  businesses. 

House  Accommodation* 

Except  in  the  height  of  the  season  there  is  very  little  overcrowding. 
No  case  of  overcrowding  has  this  year  come  to  the  knowledge  of  the 
Sanitary  Officials. 

At  present  there  is  no  demand  for  additional  houses  nor  for 
cottages.  Several  have  been  improved.  Any  deficiency  of  houses  is 
at  once  responded  to  by  the  Building  Trade. 
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The  house  property  in  general  is  in  good  condition.  The  bed 
chambers  of  all  the  new  houses  are  sufficient  in  size  and  well  ventilated. 
House  drainage  good.  Hoofs  and  walls  dry. 

There  is  a sufficiency  of  open  space  around  all  houses  built  since 
1875,  and  the  areas  surrounding  them  are  clean. 

The  number  of  plans  received  for  new  buildings  during  the  year 

was  47. 

The  number  of  new  buildings  erected  during  1911  was  36. 

All  plans  for  new  houses  are  submitted  to  the  Council  after  having 
been  certified  by  the  Surveyor  as  being  in  accordance  with  the  bye- 
laws which  regulate  new  buildings,  etc. 


Housing  and  Town  Planning  Act,  1909* 

Under  the  Housing  and  Town  Planning  Act  and  Public  Health 
Acts,  the  Medical  Officer  of  Health  and  Sanitary  Inspector  have  jointly 
inspected  during  the  year  98  houses.  A register  has  been  duly  kept 
and  the  records  have  been  taken  into  consideration  by  a Committee  of 
the  whole  Council : 196  defects  have  been  reported. 

The  subjoined  tabular  form  presents  full  information  as  to  the 
important  work  dene  in  this  direction.  The  good  will  which  has  been 
manifested  by  owners  of  houses  in  remedying  structural  defects  is 
pleasant  and  noteworthy. 

The  work  of  inspection  has  been  slow,  as  the  details  required  by 
the  L.GhB  are  numerous  and  precise,  and  the  entries  in  a Pegister  of 
record  are  of  a permanent  value.  As  the  Sanitary  Officials  are  more 
habituated  to  this  form  of  work  its  progress  will  doubtless  be 
accelerated. 


Housing  (Inspection  of  District)  Regulations,  1910. 

Information  and  particulars  as  to  inspections  made  under  section 
17  Housing  and  Town  Planning  Act,  1909. 

Number  of  Houses  Inspected  98 

Number  considered  to  be  in  such  a state 
so  dangerous  or  injurious  to  health  as  to 

be  unfit  for  human  habitation  0 


Number  of  representations  made  with  a 
view  to  the  making  of  closing  orders  — 

Number  of  Closing  Orders  made  

Number  of  Dwelling  Houses  in  which  de- 
fects were  remedied  without  the  making 
of  Closing  Orders  

Number  of  Dwelling  Houses  which  after 
the  making  of  Closing  Orders  were  put 
into  a fit  state  for  human  habitation  — 

General  character  of  defects  found  to  exist. 


Other  Information 


0 

0 

68 


0 

Drainage,  Damp  Walls, 
Paving  of  Yards,  etc. 
(for  details  see  table  ap- 
pended). 

All  notices  were  served 
under  the  Public  Health 
and  Local  Acts.  In  5 
cases  informal  notices 
were  effective. 
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Table  shewing  character  and  number  of  defects  found  when  inspecting 
Houses  under  sec.  17,  Housing  and  Town  Planning  Act,  1909. 


Defect 

remedied 

In  hand  at 
end  of  year 

Under 
Notice  at 
end  of  year 

Water  Supply 

...  7 ... 

...  6 ... 

...  1 ... 

Closet  Accommodation... 

...  12  ... 

...  12  ... 

Drainage  ..  

...  36  ... 

...  27  ... 

...  6 ... 

...  3 ... 

Right  

...  5 ... 

Free  circulation  of  Air  

...  6 ... 

Dflmnnftss  

...  28  ... 

...  20  ... 

...  7 ... 

1 ... 

Paving.  Drainage,  &c.  of  Yards 

...  26  ... 

...  21  ... 

...  5 ... 

Arrangements  for  deposit  of  Refuse 
and  Ashes 

Rooms  under  sec.  17,  sub.  sec.  7.  H. 
and  T.  P.  Act 

Cleanliness  

...  7 ... 

...  7 ... 

Other  Defects  

...  19  ... 

...  17  ... 

2 ... 

Total  defects  found 146. 

Remedied . , 121. 

In  hand  at  end  of  year 25. 
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Notices  Served. 

Public  Health  Act,  sec.  36  . . 

“ “ “41 

“ “ “47 

“ “ “49 

“ “ “ 91  and  94  . . 

Town  Police  Clauses  Act  (litter  on  streets) 

“ “ (to  put  up  eaves  gutters) 

Public  Health  (Water)  Act.  . 

Factories  and  Workshops  Act 
Dairies,  Cowsheds,  &c. 

Ilfracombe  Harbour  and  Improvement  Act  . . 
Nuisances  Bye-laws  . . 


64 

1 

15 

33 

17 

6 

4 
3 

5 
5 

69 

229 


Rainfall,  Temperature  and  Sunshine. 


Total  Raineall. 

Number  of  days  on  which  rain  fell 
Greatest  fall 

Temperature. 

Maximum 

Minimum 


(Town.)  (Bickleighscombe.) 


33T3  ins. 

41*0  ins. 

173. 

178. 

Dec  8th. 

Feb.  28th. 

l'O  ins. 

130  ins. 

89  degs. 

87  degs. 

July  29th. 

Sept.  9th. 

29’6  degs. 

28-0  degs. 

Feb.  2nd. 

Feb.  2nd. 

Sunshine. 

1826  4 hours  of  bright  sunshine  were  recorded  in  Ilfracombe 
during  1911. 


Water — Public  Supply. 

The  Public  Water  Supply  is  of  the  highest  purity  and  practically 
unlimited  in  quantity. 

It  is  received  by  eight  intakes,  which  are  fed  from  a watershed 
of  upwards  of  3,000  acres  of  open  moor,  forming  part  of  the  Forest  of 
Exmoor. 

It  is  conveyed  by  means  of  an  aqueduct  and  pipe-line  for  a 
distance  of  14  miles  to  the  Ilfracombe  Filter  Beds  and  Distribution 
Tanks. 
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The  subjoined  is  an  analysis  of  the  water, 
Clinical  Research  Association  : — 


as  furnished  by  the 
Grains — Per  Gallon. 


Total  Solid  Residue  (dried  at  102  c.)  

3-50 

Combined  Chlorine 

0-8 

Expressed  as  Common  Salt  ... 

1-3 

Nitrogen  as  Nitrate  ... 

trace  only 

Nitrates  ...  ...  ...  ...  •••  ••• 

Nil 

Saline  Ammonia 

0-0004 

Albuminoid  Ammonia 

0-003 

Oxygen  required  to  oxidise  the  organic  matter  ... 

0 037 

Hardness  in  Degrees  ... 

1-9  deg. 

Lead  or  Copper 

Nil 

Observations. — This  is  a water  of  great  purity,  and  from  a chemical  point 
of  view  admirably  suitable  for  drinking  purposes. 

Writing  on  this  subject,  Dr.  W.  Coliingridge,  M.O.JEL  for  City 
of  London,  says : — 

“ to  its  excellent  position  and  health-giving  climate 

Ilfracombe  has  now  added  the  valuable  asset  of  a pure  and  abundant 
water  supply,  and  secured  its  position  as  an  unsurpassed  Health 
Resort.” 

This  water  is  liable  to  have  a lead  solvent  action  at  certain 
periods  of  the  year,  but  the  use  of  lead  pipes  is  absolutely  forbidden 
in  distributing  water  for  domestic  use. 

Thirty-six  samples  have  been  taken  from  the  mains  during  the 
year. 

The  supply  has  been  constant  and  the  pressure  good. 

Eight  complaints  have  been  received  ; they  were  of  no  practical 
importance  and  were  dealt  with  as  necessary. 


Ilfracombe  Rural  Water  Supply* 

Public  Health  (Water)  Act,  1878. 

The  Public  Water  Supplies  at  Hele  and  at  Lincombe  have  been 
sufficient  and  of  good  quality. 

The  Private  Rural  Water  Supplies  are  57  in  number.  All  the 
houses  at  Hele,  with  the  exception  of  the  Mill,  are  now  supplied  with 
water  from  the  Council’s  main. 

Two  samples  have  been  received  from  the  Sanitary  Inspector, 
and  analysed  by  the  Medical  Officer  of  Health.  It  was  found  to  be 
free  from  dangerous  chemical  impurity. 
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Dairies,  Cowsheds,  and  Milkshops  Orders,  1885  and  1889. 

All  British  Milk  used  in  the  town  is  produced  within  the  district 
and  the  immediate  surrounding  area. 

The  only  imported  milk  is  “ condensed,”  and,  as  far  as  is  known 
there  have  been  neither  defects  nor  unsoundness. 

The  sale  of  Machine  Skimmed  Milk  (a  most  unsatisfactory  food 
for  infants)  is  estimated  by  the  Sanitary  Inspector  to  average  not 
more  than  18  tins  per  week  in  this  town. 

This  milk  is  in  every  case  duly  labelled  44  Not  suitable  Food  for 
Infants  or  Invalids* 

The  condition  of  the  Milk  Stores,  &c.,  is  most  satisfactory,  but  in 
some  cases  more  attention  should  be  paid  to  the  straining  of  the  milk. 
The  “ Hygeia  ” milk  strainer  is  most  effective.  The  filtering  medium 
consists  of  sterilized  cotton  wool,  which  is  renewed  each  time  after  use. 
The  total  cost  is  very  small,  all  parts  are  in  a moment  dismantled  for 
cleanin0’,  which  is  easily  done,  the  surface  is  smooth  and  free  from 
corners^ and  ledges.  The  small  sizes  are  admirable  for  domestic  use. 

The  cleanliness  of  the  Linhays  is  fairly  satisfactory,  but  the 
buildings  are  mostly  old  and  are  much  behind  the  standard  which  the 
regulations  suggest,  but  in  a district  where  the  cattle  lie  out  the 
greater  part  of  the  year  it  is  unnecessary  to  incur  the  expense  which 
rebuilding  and  reconstruction  would  involve. 

The  cows  themselves  are  very  healthy  and  remarkably  free  from 
Tubercular  Diseases,  but  if  the.  following  suggestions  were  more 
carefully  observed  they  would  obviate  all  cause  for  complaints  which 
are  occasionally  made  of  the  presence  of  a sediment  in  the  milk,  as 
delivered  at  the  houses  of  private  purchasers. 

1.  The  milker  should  be  responsible  for  seeing  that  the  can  which  he  uses  is 

thoroughly  clean.  , , , , ... 

2.  The  cows’  flanks  and  udders  should  be  sponged  over  and  rubbed  dry  with 

a rough  cloth  before  milking. 

3.  The  milker  should  wear  a clean  overall  when  milking. 

4!  Care  should  be  taken  that  all  milk  sent  for  a distance  should  be  contained 
in  cans  provided  with  dust-proof  covers. 

Number  of  Registered  Dairies  . . . . 54 

Number  struck  off  the  Register  ....  6 

Number  put  on  the  Register 6 Total  54. 

These  are  constantly  visited.  13  defects  have  been  reported,  8 
as  regards  limewashing,  2 as  regards  storage  of  milk,  2 as  regards 
drainage,  and  1 as  regards  water  supply.  Admission  to  one  dairy 

was  refused. 

Examination  of  Milch.  Cows. — These  have  not  been  examined 
by  a Veterinary  Surgeon  since  1899,  when  an  examination  of  all  the 
cows  in  the  Sanitary  Area  was  made.  In  Devon  the  cows  lay  out  for 
about  eight  months  in  the  year,  and  consequently  are  particularly  free 
from  Tubercle.  The  condition  of  the  dairies  is  closely  looked  after 
as  to  their  cleanliness,  light,  ventilation,  water  supply,  and  drainage. 

The  question  of  another  Veterinary  Inspection  is  now  under  the 
consideration  of  the  Council. 
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Inspection  of  Food. 

Continuous  inspections  of  fruit  shops,  etc.,  have  been  made,  the 
stock  being  found  at  all  times  to  be  in  excellent  condition. 

No  seizures  necessary. 


Meat  Inspection. 

There  is  one  Public  Slaughterhouse  and  seven  Private  Slaughter- 
houses in  use  in  the  District.  These  have  been  regularly  reported  on 
for  the  past  14  years.  The  Sanitary  Inspector  visits  them  when 
possible  at  times  of  slaughtering,  but  in  consequence  of  the  killing 
taking  place  on  the  same  day,  and  often  at  the  same  hour,  his  super- 
vision is  limited.  The  carcases  and  organs  of  two  Tuberculous  cows 
were  seized  and  destroyed. 

(For  details  of  work  done  in  Meat  Inspection  see  Sanitary 

Inspector's  Report, ) 


Regulation  of  the  Manufacture  and  Sale  of  Ice  Cream. 

By  Section  81  of  the  Ilfracombe  Harbour  Act,  1905,  any  person 
being  a manufacturer,  or  vendor,  or  dealer  in  ice  cream,  who  causes 
or  permits  ice  cream,  or  other  similar  commodity,  to  be  manufactured 
under  conditions  which  are  injurious  to  health,  or  who  omits  to  take 
proper  precaution  for  due  protection  of  such  commodity  from  infection 
or  contamination,  is  liable  on  summary  conviction,  to  a penalty  not 
exceeding  forty  shillings.  He  must  have  his  name  and  address 
legibly  painted  or  inscribed  on  his  cart  or  barrow. 

Pive  inspections  of  ice  cream  factories  have  been  made.  Pour  ice 
cream  barrows  have  frequently  been  inspected.  There  has  been  no 
cause  for  complaint. 


Sewerage. 

The  sewers  are  new,  satisfactory,  and  well  equipped  with  venti- 
lating shafts,  manholes,  and  automatic  flushing  tanks. 

There  is  a separate  system  for  Hele. 

The  outfalls  discharge  into  the  tide-way  of  the  Bristol  Channel  at 
points  considerably  below  low  water  mark. 

The  Sewerage  system  and  Outfalls  at  Cheyne  and  Hele  are  prov- 
ing most  satisfactory. 

The  automatic  flushing  chambers  are  working  in  a satisfactory 
manner. 

A new  12in.  Sewer  has  been  laid  from  Highfield  Eoad  to  Thatched 
Cottage. 

A new  9in.  Sewer  has  been  laid  from  Highfield  Eoad  to  junction 
of  Worths  Lane  and  connected  with  the  12in.  Sewer  in  the  Barnstaple 
(New)  Eoad. 

The  9in.  Sewer  in  the  Furse  Hill  Eoad  has  been  extended  100 
yards. 
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Excrement  Disposal. 

Within  the  town  area  by  water  carriage  through  pipe  drains  to 
the  sewers.  In  the  quasi  rural  district  earth  closets  are  in  use,  and 
the  soil  goes  direct  to  the  land. 


Removal  and  Disposal  of  House  Refuse. 

Certain  fields  at  Peaks  Down  and  Keypitt  are  used  as  depots  for 
the  town  refuse  with  satisfactory  results. 

( See  Sanitary  Inspector's  Report .) 


Common  Lodging  Houses. 

None  in  district. 

Public  Elementary  Schools. 

The  additional  school  accommodation  provided  by  the  erection  o f 
Comity  Council  Schools  at  Shepherds  Park  has  effectually  reduced 
any  overcrowding  which  occasionally  existed  in  the  Public  Elementary 
Schools  of  the  town  from  insufficient  floor  space.  The  children 
attending  the  Public  Elementary  Schools  have  been  medically  ex- 
amined by  the  Educational  Department.  The  bodily  development  of  the 
children  is  very  highly  commended  by  the  examiners.  The  value  of 
athletic  games,  swimming  and  drill,  is  well  represented  by  the  good 
physique  of  the  children,  and  reflect  infinite  credit  on  their  instructors. 
The  number  of  children  attending  the  Public  Elementary  Schools 
throughout  the  district  is  1,873.  All  the  buildings  have  been  in- 
spected. The  play  grounds  of  the  Hermitage  Schools  are  in  a 
defective  condition,  but  the  matter  has  been  under  the  consideration 
of  the  County  Council.  The  structural  condition  of  the  buildings  is 
good,  ventilation  satisfactory,  they  are  well  cleaned,  and  all  in  good 
order  with  the  exception  of  the  Infants’  Schools  in  Fore  Street.  These 
are  the  property  of  the  County  Council,  and  the  Educational  Depart- 
ment have  directed  a sub-committee  to  report  on  what  steps  had  best 
be  taken  with  regards  to  improving  them  or  their  removal  to  a 
different  site.  The  water  supply  for  domestic  purposes  is  ample. 

On  the  occurrence  of  any  epidemic  of  Infectious  Disease,  a 
circular  is  addressed  to  the  Head  Masters  and  Mistresses  of  the 
Public  Elementary  Schools,  asking  their  co-operation  in  limiting  its 
spread  among  the  children. 


Notification  of  Infectious  Diseases. 

The  total  number  of  notifications  received  during  the  year  1911 
was  12,  which  is  equivalent  to  a notification  rate  of  P3  per  1,000 
population.  Scarlet  Fever,  4 ; Erysipelas,  5 ; Tuberculosis,  1 (Tuber- 
culosis "Regulations,  1908);  Tuberculosis,  1 (voluntary);  Poliomyelitis, 
1 (voluntary).  Total,  12. 

It  may  be  noted  that  Pulmonary  Tuberculosis  (under  Tuber- 
culosis Regulations,  1908)  is  notified  for  the  first  time,  and  that  a 
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notification  of  Tuberculosis  and  Poliomyelitis  was  voluntary.  Polio- 
myelitis has  been  by  arrangement  with  the  private  Medical 
Practitioners  of  the  town  made  a notifiable  disease  voluntary.  It 
is  probable  that  it  will  next  year  be  added  to  the  scheduled  list  of 
Notifiable  Diseases. 

Weekly  returns  are  received  from  and  sent  to  the  L.G.B,  and 
D.C.C. 

Intimation  of  all  contacts  landed  at  certain  Ports  en  route  to  this 
district  are  given  by  the  disembarkation  staff.  These  contacts  are 
kept  under  observation  for  a limited  period. 


Isolation  Hospital* 

Each  block  of  Hospitals  has  been  regularly  cleansed  and  disinfected. 
Fire  Insurance  is  kept  up.  The  whole  of  the  buildings,  furniture,  and 
fittings  are  maintained  in  good  condition. 

The  Small  Pox  Hospital  has  not  been  in  use  during  the  year. 

The  Hospital  Committee  consists  of  Councillors  W.  H.  Andrew, 
G.  K,  Batten,  J.  G.  Dadds,  G.  C.  Jones,  J.P.,  and  F.  H.  Thomas 
(Chairman). 

Miss  Chadwick  (Matron)  and  her  staff  have  discharged  their 
duties  in  a skilful  and  satisfactory  manner. 

All  domestic  and  other  washing  is  carried  out  within  the  grounds 
of  the  Hospital. 


Method  of  Control  of  Tuberculosis* 

The  system  of  Voluntary  Notification  suggested  by  this 
Authority  has  been  a very  limited  success,  the  heads  of  the  families 
have  proved  unwilling  to  accept  the  card  headed  “ Precautions 
against  the  spread  of  Consumption.” 

The  compulsory  notification  of  Pulmonary  Tuberculosis  will 
probably  be  active  in  a few  months  and  will  be  the  only  means  by 
which  the  control  of  this  disease  can  be  effective 

One  Case  in  an  advanced  stage  was  removed  for  treatment  to 
the  Isolation  Hospital.  The  patent  was  an  adult  and  head  of  a family. 
There  were  no  means  of  isolation  in  his  home.  His  bed  chamber  was 
badly  ventilated  and  he  was  in  constant  contact  with  all  his  household. 

The  number  of  deaths  registered  have  been  9,  equal  to  a death 
rate  of  PO,  This  is  a slight  increase  over  last  year. 

It  is  estimated  that  one  fourth  of  the  deaths  attributed  to 
Phthisis  occur  amongst  strangers  or  among  the  descendants  of 
people  who  have  been  sent  to  reside  in  North  Devon  when 
actually  suffering  from  Tubercular  Disease* 

The  Sanitary  Inspector  reports  that  he  has  carried  out  disinfection 
in  18  houses  in  which  Tuberculosis  of  various  kinds  has  been  present. 
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Deaths  Notified* 

Aged  29.  Female.  A dressmaker.  Disinfection  by  Sanitary 
Inspector  refused. 

Aged  26.  Female.  No  occupation.  House  disinfected  by 
Sanitary  Inspector. 

Age  25.  Female.  No  occupation.  Disinfection  by  Sanitary 

Inspector  refused. 

Age  34.  Female.  No  occupation.  Bedding,  etc.,  disinfected 

by  Sanitary  Inspector. 

Age  37.  Male.  Cab  driver.  Voluntary  notification  was  in  this 
case  received  before  death.  Precautions  Oard  accepted.  Disinfectants 
regularly  supplied.  Thorough  disinfection  after  death. 

Age  69.  Widow.  Disinfection  by  Sanitary  Inspector  refused. 
Limewashing  and  cleansing  was,  however,  carried  out  in  consequence 
of  notice  served  under  Public  Health  Act. 

Age  46.  Male.  This  case  was  notified  under  Public  Health 
(Tuberculosis)  Regulations,  1908,  and  removed  to  Isolation  Hospital. 
House  disinfected,  cleansed  and  lime  washed  by  Sanitary  Inspector. 
Considerable  structural  alterations  dealing  with  light  and  ventilation 
were  carried  out  by  the  landlord. 

Aged  42.  Female.  Married.  House,  etc.,  disinfected  by 
Sanitary  Inspector. 

Age  42.  Male.  A visitor.  A glove  cutter.  History  unknown. 
House  and  bedding  disinfected  by  Sanitary  Inspector. 

Vital  Statistics* 

BIRTHS. — The  births  registered  within  the  12  months  ending 
December  31st,  1911,  were  109  ; equivalent  to  a birth  rate  of  12’3  per 
1,000  inhabitants.  The  number  of  births  have  thus  diminished  by 
23*  These  facts  are  most  lamentable,  more  so  as  they  coincide  with 
the  diminution  of  the  birth  rate  which  is  general  both  in  Great 
Britain  and  in  France. 

This  is  the  lowest  birth  rate  yet  tabulated,  and  is  18  below 
the  rate  of  1910,  which  was  14*0. 

Ten  years  ago,  with  a smaller  population,  the  Ilfracombe  pro- 
duction of  children  was  183,  and  the  birth  rate  stood  at  21 -4. 

The  natural  increase  of  population  no  longer  exists,  the  excess 
of  deaths  over  births  being  10. 

DEATHS. — During  the  year  1911,  the  total  registered  deaths 
are  122.  This  is  equal  to  a gross  death  rate  of  13*6  per  1,000 
population. 

It  must  be  borne  in  mind  that  in  setting  out  the  L.G.B.  tables 
the  deaths  of  strangers  as  well  as  the  deaths  of  residents  are  included 
and  produce  a gross  death  rate  which  has  a small  relation  only 
with  the  death  rate  of  the  fixed  population;  but  in  a popular 
health  resort,  where  visitors  are  reckoned  by  hundreds  of  thousands 
(Railway  and  Steam  Packet  Traffic  alone)  the  nett  deaths  furnish  the 
true  basis  for  calculating  the  mortality  of  the  District* 
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A change  in  form  has  now  been  made  in  Table  I.,  which  deals 
with  the  vital  statistics  of  the  whole  district,  and  a special  column 
has  been  introduced  dealing  with  “ Transferable  Deaths,”  i.e.,  the 
deaths  of  persons  who  having  a fixed  or  usual  residence  in  England 
or  Wales  dies  in  a district  other  than  that  in  which  they  reside.  This 
has  a special  interest  in  a watering  place,  through  which  such  a large 
stream  of  strangers  pass  in  the  course  of  a year.  The  deaths  of  11 
non-residents  were  registered  in  Ilfracombe  during  the  year  1911,  and 
the  deaths  of  11  residents  have  been  “transferred”  as  not  being 
registered  in  the  district. 


Ages  at  Death, 

It  is  not  necessary  to  repeat  the  observations  made  in  the  report 
of  1909,  on  the  remarkable  frequency  of  old  age  in  North  Devon. 

In  the  year  1911,  there  were  29  deaths  registered  at  and  over  75 
years,  which  is  equal  to  a per  centage  of  24  of  the  total  deaths. 

As  a matter  of  comparison  it  may  be  mentioned  that  in  the  group 
of  years  1881  — 1890  the  percentage  of  deaths  which  occured  in 
England  and  Wales  at  ages  of  75  and  upwards  was  only  10*5. 

Six  deaths  were  registered  in  the  year  1911,  in  Ilfracombe,  at  the 
ages  of  90  years  and  upwards. 

5 per  cent.  Of  the  total  registered  deaths  were  at  the  advanced 
age  of  90  years  and  upwards,  or  in  other  words  the  average  age 
of  these  six  persons  was  93  years  2 months. 

Census  Population,  1911  : — 

Males  3,622. 

Females  ..  ..  ..  5,313. 


Total  8,935. 

Excess  of  Females  over  Males,  1,691. 

Census  Population,  1901  : — 

Males  . . . . . . 3,420. 

Females  ..  , . ..  5,130. 


Total  8,550. 

Excess  of  Females  over  Males,  1,710. 

Total  increase  in  population  during  past  1 0 years,  385. 
Male  increase . . ..  ..  202 

Female  increase  . . . . 183 

Decrease  in  Female  Predominace  IT  per  cent. 

Incidence  of  Sickness  and  of  Death. 

The  attacks  of  Notifiable  Infectious  Disease  were: 

Erysipelas  . . . . . . 5 

Scarlet  Fever  . . . . . , 4 

Tuberculosis  . . . . . . 1 


Total  10 
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One  Death  only  was  registered  as  caused  by  tbe  7 chief  Zymotic 
Diseases,  which  is  equal  to  a death  rate  of  0*1  per  1,000  population. 

Measles  and  Whoopino  Cough  were  prevalent,  but  there  has 
been  no  noteworthy  outbreak  of  disease. 

Epidemic  Influenza  registered  2 deaths. 

Pulmonary  Tuberculosis  registered  9 deaths. 

All  other  Tubercular  Diseases  1 death.  The  Ilfracombe  total 
Tuberculosis  Death  Eate  (visitors  included)  was  1*1  per  1,000 
population. 

Cancer  registered  12  deaths.  The  cancer  death  rate  was  13  per 

1,000  living. 

Alcoholism,  1 death.  This  is  about  the  average. 

Suicide,  2 deaths  registered.  In  9 years  there  have  been  only  6 
cases  of  self-inflicted  death,  including  visitors. 


Infant  Mortality, 

The  deaths  of  9 children  under  12  months  of  age  are  equal  to  a 
death  rate  of  82*5  per  1,000  children  bora,  the  lowest  rate  yet  tabu- 
lated. The  average  infant  death  rate  for  the  past  2 years  was  82*9.  A 
reference  to  the  L.G.B.  Table  4 shews  that  the  causes  of  Infant 
Mortality  under  1 year  of  age  were  : 

Wasting  . . . . . . . . 1 

Premature  Birth  . . . . 2 

Pneumonia  . . . . . . 1 

Suffocation  . . . . . . 1 

Convulsions  . . . . . . 1 

Gastritis  (non-resident)  . . 1 

All  other  causes . . . . . . 3 
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The  low  Infant  rates  for  the  years  1908 — 1911,  reflect  great  credit 
on  the  nursing  mothers  of  Ilfracombe,  and  indicate  the  improved 
condition  under  which  our  children  are  being  reared. 

There  has  been  only  one  death  from  Diarrhcea  in  a period  of 

8 YEARS. 

Local  Conditions  which  have  probably  conduced  to  the  Reduction 
of  the  Infant  Mortality  during  the  year  1911. 

1.  Improvement  in  Food  Stores. 

2.  The  active  and  methodical  manner  in  which  all  surface  nuisances  are 

removed  by  the  painstaking  administration  of  the  Sanitary  Inspector. 

3.  The  greater  care  exercised  over  the  artificial  feeding  of  infants,  particularly 

as  regards  the  cleanliness  of  feeding  bottles  which  are  in  use. 

4.  The  increased  number  of  mothers  who  suckle  their  children,  and  the 

practical  disappearance  of  biscuit  feeding. 

Measures  taken  to  Eeduce  Infant  Mortality. — Special  atten- 
tion is  given  to  the  storage  of  food  in  domestic  larders,  supervision  of 
the  milk  supply,  the  cleansing  of  surfaces  in  streets,  courts,  and 
around  houses,  the  rapid  removal  of  stable  manure,  the  great  attention 
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now  given  to  the  condition  of  house  drains,  and  the  operation  of  the 
new  bye-law  by  which  it  is  an  offence  to  keep  swine  within  a distance 
of  50  feet  of  a dwelling  house. 

In  the  Annual  Report  for  1903,  the  following  strong  appeal 
was  made : — 

“ There  can  be  little  doubt  that  epidemic  Diarrhoea  among  children  is  largely 
“ due  to  food  contamination.  In  cottages,  both  town  and  country,  food  is 
“ constantly  stored  in  chests  of  drawers,  in  cupboards  which  are  themselves 
“ dirty,  and  which  becomes  a dumping  ground  for  foul  clothing  and  household 
“ refuse  of  all  kinds,  or  is  left  sitting  on  open  shelves  in  wash-houses  and 
“ sculleries  in  vessels  devoid  of  covers. 

“ To  milk,  fresh  or  condensed,  to  sugar  used  for  sweetening  the  child’s  food, 
“ dust,  abounding  with  poison  bacilli,  finds  ready  access  ; while  the  common 
“ house  fly,  which  is  a most  ready  carrier  of  infection,  is  feeding  one  hour  on 
“ dung  heaps  and  stinking  garbage  of  all  kinds,  and  the  next  is  revelling  in 
“ milk  jugs  and  sugar  basins. 

“ The  total  disuse  of  long  feeding  tubes,  the  provision  of  proper  food  stores, 
“ and  a little  simple  teaching  to  the  girls  in  our  Public  Schools  as  to  cleanly 
“ methods  of  storing  and  handling  children’s  food,  would  do  much  to  diminish 
“ the  prevalence  of  a disease  which  can  be  controlled,  and  which  is  one  of  the 
“ chief  causes  of  the  waste  of  infant  life  in  all  towns.” 


Notification  of  Births  Act* 

Tbe  Notification  of  Births  Act,  1907,  has  not  been  adopted  in 
this  district. 

Factories  and  Workshops  Act,  1901* 

The  Medical  Officer  of  Health  is  now  required  to  report  on  a 
special  form  issued  by  the  Home  Office,  direct  to  the  Chief  Inspector 
of  Factories. 

A circular,  directing  the  M.O.H.  to  report  on  the  Administration 
of  these  sections  which  relate  to  home  work,  was  issued  on  June  25th, 
1906. 

The  Bakehouses  are  11  in  number.  They  are  kept  in  conformity 
with  the  special  regulations  of  the  Act.  Limewashing  is  required 
every  six  months,  and  duly  carried  out.  There  are  no  underground 
bakehouses. 

Sanitary  Conditions  of  Workshops  and  Workplaces. — Clean, 
and  in  accordance  with  the  regulations  ; no  overcrowding,  ventilation 
good,  floors  in  good  order,  and  well  drained. 

Factories  (Inspections)  . . . . . . 26 

Bakehouses  and  Workshops  (Inspections)  91 
Workplaces  (Inspections)  . . . . . . 23 

— Total  140. 

Number  of  Defects  found  . . . . . . 3 

Number  of  Defects  remedied  . . . . 3 

Number  of  Outworkers  lists  received  during 
the  year  . . . . . . . . . . 4 

Number  of  Outworkers  . . . . . . 2 

Reports  forwarded  to  the  Home  Office,  L.G.B.,  and  Devon  C.C.,. 
January  31st,  1912. 

[See  also  Sanitary  Inspector's  Report.) 


* 
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Gas  Supply. 

The  gas  supplied  by  the  Ilfracombe  Gas  Company  is  tested  by 
the  M.O.H.  monthly.  It  has  on  examination  proved  to  be  in 
accordance  with  the  requirements  of  the  Local  Act. 

The  average  illuminating  power  for  the  year  1911,  has  been  equal 
to  15’2  candles ; the  standard  illuminating  power  being  15  candles,  as 
required  by  Act  of  Parliament. 

The  average  illuminating  power  for  the  group  of  years  1906-1911, 
was  152. 

The  pressure  has  been  maintained  at  the  limits  required  by  the 
Gas  Works  Act,  and  the  prescribed  tests  have  been  so  used  as  to  be 
conclusive  of  the  absence  of  dangerous  impurity. 

The  Gas  Company’s  Works  at  Hele  are  carried  on  without 
causing  any  nuisance  to  the  neighbourhood. 


Sanitary  Inspector's  Report  for  year  ending  December 

3lst,  1911. 

The  Sanitary  Inspector  has  submitted  to  the  Urban  District 
Council  a full  report  of  his  work  during  the  year  ending  December 
31st,  1911. 

The  following  summary  indicates  the  nature  and  volume  of  the 
work  which  he  has  done.  He  is  the  appointed  officer  under  the 
Housing  and  Town  Planning  Act  and  also  the  inspector  under  the 
Petroleum  Acts. 

The  Medical  Officer  of  Health  in  his  Annual  Peport  to  the 
Council  says  that  he  has  great  pleasure  in  bringing  under  their  notice 
the  zealous  and  satisfactory  manner  in  which  Inspector  Karslake 
continues  to  carry  out  his  numerous  duties. 
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Summary  of  Sanitary  Inspector's  Report  for  I9lh 

Complaints. 

Complaints  received  (written  104,  verbal  197)  . . 

Notices  served. 

Statutory  Notices  , . 

Informal,  &c. 

Infectious  Diseases. 

Rooms  disinfected. . 

Articles  disinfected  by  Saturated  Steam 
Articles  destroyed  . . 

Food  Inspection. 

Inspections  of  Fruit  Shops,  Ice  Cream  Factories,  &c. 
Inspections  of  Slaughterhouses  . . 

Meat  seized  and  destroyed  (Tuberculosis) 

House  Drains. 

Number  of  House  Drains  found  defective 
Re-construction  necessary 
Works  completed  . . 

Works  in  hand  . . . . • • • • 

Number  of  days  Smoke  Testing  Machine  in  use 

Visits  at  times  of  Testing,  &c. 

New  Inspection  Chambers  provided 
New  Galvanized  Cast  Iron  Ventilation  Shafts  . . 

Housing  and  Town  Planning  Act,  1909. 

Houses  inspected  . . 

Defects  found 
Defects  remedied  . . 

Defects  in  hand 
Inspections  and  re  Visits  . . 

Nuisance  Bye-Laws. 

Swine  removed 

Removal  of  House  and  Trade  Refuse. 

Quantity  removed  (estimated) 

Visits  made  to  Depots 

Street  Sweepings. 

Quantity  removed  (estimated) 

Visits  to  Depots 

Inspections  of  Stables 

Flats  ..  ♦ • ••  •• 

with  M.O.H.  (Dairies,  &c.)  . . 

“ (Factories  and  Workshops 

Petroleum  Stores. 

Number  of  Licenses  granted  • . . * « • 

Inspections 
Quantity  seized 
Prosecutions 

Water  Supply. 

Samples  taken 


u 

<( 

u 


301 

229 

143 

63 

290 

11 

83 

297 

1,238  lbs. 

69 

48 

37 

11 

207 

231 

63 

39 


98 

..  146 

,.  121 

..  26 
..  297 

..  18 

. ,3,230  toms. 
..  23 

, . 950  tons. 

13 

..  231 

..  32 

..  54 

..  140 

7 

..  31 

..  348  galls 

1 

..  38 
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TABLE  L 

Vital  Statistics  of  Whole  District  during  1911 . 

Name  of  District — Ilfracombe. 


Year. 

Population  estimated 
to  middle  of  each  year. 

Births. 

Total  deaths 
registered  in 
the  District. 

Transferable 

Deaths. 

Nett  Deaths  belonging  to  the 
District. 

of  Non-residents 

registered  in  the 
District. 

of  Residents  not 
registered  in  the 

District. 

Under  i year 
of  age. 

At  all  ages. 

No. 

Rate. 

No. 

Rate. 

No. 

Rate. 

No. 

Rate. 

1911 

8935 

110 

12-3 

122 

13-6 

11 

11 

9 

82*5 

122 

13-6 

Area  of  District  in  acres  (exclusive  of  area  covered  by  water),  5,627. 

Total  population  at  all  ages ...8,935 

Number  of  Inhabited  houses  2,201 

Average  number  of  persons  per  house...  4 


- At  Census  of  1911. 


TABLE  II. 


Cases  of  Infectious  Disease  notified  during  the  Year  1911,  in  the 
Urban  District  of  Ilfracombe. 


Notifiable  Disease. 

NUMBER  OF  CASES  NOTIFIED. 

Total 
cases  re- 
moved to 
Hospital. 

At  all 
Ages. 

At  Ages — Years. 

Under 

i 

i to  5 

5 to  15 

15  to  25 

25  to  45 

Erysipelas 

5 

1 

4 

Scarlet  Fever  

4 

2 

1 

1 

1 

Phthisis — Under  Tubercu- 

losis  Regulations,  1908. 

. 

Under  Tuberculosis  Reg- 

ulations,  1911. 

Others  

1 

1 

1 

Poleomyelitis  

1 

1 

- 

Totals  

11 

3 

1 

2 

5 

2 

Isolation  Hospital — Bickleighscombe. 
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TABLE  ID. 

Causes  of,  and  Ages  at  Death,  during  the  Year  1911,  in  the 
Urban  District  of  Ilfracombe. 


Causes  of  Death. 

Nett  Deaths  at  the  subjoined  ages  of  “ Residents”  whether 
occurring  within  or  without  the  District. 

All 

Ages. 

Under 
i year. 

i and 
under 

2 

2 and 
under 

5 

5 and 
under 
i5 

[5  and  2 
under 

25 

>5  and  / 
under 
45 

^5  and 
under 

65 

35  and 
up- 
wards. 

Influenza 

2 

1 

1 

Phthisis  (Pulmonary 

-J 

Tuberculosis)... 

9 

6 

2 

I 

Other  Tuberculous 

Diseases... 

1 

1 

Cancer,  malignant  disease 

12 

2 

1 

2 

8 

0 

Bronchitis 

4 

1 

1 

Broncho-Pneumonia  

1 

Pneumonia  (all  other 

1 

forms)... 

9 

1 

1 

2 

5 

Diarrhoea  and  Enteritis  ... 

1 

1 

Appendicitis  and  Typhlitis 

1 

1 

1 

Alcoholism  

1 

± 

Nephritis  and  Bright’s 

0 

Disease... 

2 

6 

Congenital  Debility  and 

Malformation,  including 

Premature  Birth 

2 

2 

Violent  Deaths,  excluding 

Suicide... 

5 

1 

1 

2 

1 

Snieirlp.H  

2 

1 

1 

ThtunnS  „ 

1 

1 

Other  Defined  Diseases  ... 

59 

6 

1 

3 

1 

8 

14 

26 

Diseases  ill-defined  or  un- 

known... 

10 

10 

1 All  Causes.  Certified  .. 

122 

10 

8 

2 

4 

4 

21 

27 

51 

TABLE  IV. 


Infant  Mortality  during  the  Year  1911,  in  the  Urban  District  of  Ilfracombe. 
Nett  Deaths  from  stated  causes  at  various  Ages  under  1 Year  of  Age. 


Cause  of  Death. 

Under 

1 

week. 

1-2 

weeks 

2-3 

weeks 

3-4 

weeks 

Total 

under 

1 

month 

1-3 

m’ths. 

3-6 

m’ths. 

6-9 

m’ths. 

Total 

D’ths 

under 

1 year. 

2 

1 

1 

1 

1 

2 

1 

1 

2 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

3 

Atrophy,  Debility  and 
TVTq v«amn«  

Pneumonia  (all  forms)  ... 
Suffocation,  overlying 

* . • 

All  Causes.  Certified... 

2 

1 

2 

1 

6 

1 

1 

2 

10 

_ j * t,  • 1 1 i ( legitimate  107. 

Nett  Births  in  the  year  j nfegitimate  2. 

_ ,,  . legitimate  infants  9. 

Nett  Deaths  in  the  year  illegitimate  infants  1. 


